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Mint of the United States at Philadelphia, 

Col. Oliver C. Bosbyshell 
Superintendent U.S. Mint, 
at Philadelphia Pa. 

Report of guards on patrol at Treasury Vaults in Post Offiee building at Phila. from Thursday 
January 16* to Friday January 17* 1890. 



arr. 

ret. 

Remarks 


A.M. 

P.M. 


Thomas H. Rinker 

8. 

5.35 


.John Hunter 

7.45 

5.35 


George W. Schimpf 

8. 

5.50 



A.M. 

P.M. 

The watchman’s clock has been struck regular every 
fifteen minutes during the twenty four hours ending 8 
a.m. Jany. 17*. 

Alex F. X. Gallagher 

5.50 

7.50 


Edward F. Jackson 

5.40 

7.50 


Isaac Williams 

5.35 

7.50 



The above report is respeetfully submitted. 

Thos. H. Rinker 
Officer in Charge 




